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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 160981 

20 

ORIGIN EUR- 12 

INFO OCT-01 ISO-00 FEA-01 ACDA-10 CEQ-01 CIAE-00 DOTE-00 
EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 
NSC-05 NSF-02 OIC-02 PA-02 PM-03 PRS-01 SAJ-01 OES-05 
SP-02 SS-15 TRSE-00 USIA-15 DODE-00 /105 R 
66619 

DRAFTED BY: EUR/RPM:ECAMPBELL 
APPROVED BY:EUR/RPM:DTELLEEN 
HEWAVGEMMA(INEO) 

EPA/CCMS:FAHARRIS(INFO) 

028641 

R091630Z JUL 75 
FM SECSTATE WASHDC 
TO ALL NATO CAPITALS 
AMEMBASSY MADRID 
XMT AMEMBASSY ANKARA 

UNCLAS STATE 160981 

E.O. 11652: N/A 
TAGS: CCMS, SENV 

SUBJECT: CCMS: EMERGENCY MEDICAL SERVICES QUESTIONNAIRE 
REE: (A) STATE 155445, B) BRUSSELS 6168 (NOTAL), 

(C) PARIS 17498 (NOTAL), D) REYKJAVIK 771 (NOTAL), E) ATHENS 4984 
(NOTAL) 

1. DEPT APPRECIATES EMBASSY'S HELP IN OBTAINING COMPLETED 
QUESTIONNAIRE FROM HOST GOVT EXPERTS. IN LIGHT OF PROBLEMS 
DESCRIBED REFS B, C, D, HEW AIRMAILING TODAY TO ALL ACTION 
ADDRESSEES COPIES OE SUBJECT QUESTIONNAIRE. POSTS MAY PASS 
QUESTIONNAIRES, AS NEEDED, TO EXPERTS IF LATTER NO LONGER 
HAVE COPIES DISTRIBUTED 1974. 

2. FOR ATHENS: GEMMA INFORMED OF INFO CONTAINED REF E, 

AND EXPECTS TO RECEIVE QUESTIONNAIRE (COMPLETED AS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 160981 

APPLICABLE TO GREECE) DIRECT EROM MATSANIOTIS BY AUGUST 1. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, REPORTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 60981 

Document Source: CORE 

Document Unique ID: 00 

Drafter: EUR/RPM:ECAMPBELL 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750253-0907, D750237-0082 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750772/aaaacmfc.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 155445, 75 BRUSSELS 6168 

Review Action: RELEASED, APPROVED 

Review Authority: hartledg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 23 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 APR 2003 by ThomasVJ>; APPROVED <22 MAR 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: EMERGENCY MEDICAL SERVICES OUESTIONNAIRE 

TAGS: SENV, CCMS 

To: NATO POSTS ANKARA 

Type: TE 
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